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LABOUR & EMPLOYMENT DEPARTMENT 


NOTIFICATION 


The 26th December 2007 


S.R.O. No.657/ 2007 — The following draft of certain rules further to amend the Orissa 
Boiler Rules, 1971 which the State Government propose to make in exercise of the powers 
conferred by Section 29 of the Indian Boilers Act, 1923 (5 of 1923), is hereby published as 
required by sub -section (1) of Section 31 of the said Act for information of all persons likely to 
be affected thereby and notice is hereby given that the said draft will be taken into 
consideration by the State Government on or after the expiry of a period of ninety days from 
the date of publication of this notification in the Orissa gazette . 


Any objection or suggestion which may be received from any person in respect of the 
said draft before the expiry of the period so specified will be considered by the State 


Government. 


DRAFT 


1. (1) These rules may be called the Orissa Boilers ( Amendment) Rules , 2007 . 

(2 ) They shall come into force on the date of their publication in the Orissa Gazette. 

2. In the Orissa Boiler Rules , 1971 , in rule 6 , for existing scales of fee , the following 
scales of fee shall be substituted , namely 
“ For boiler rating not exceeding 10 sq .meters 

Rs.720 / 
For boiler rating exceeding 10 sq . meters but not exceeding 30 sq .mtrs . 

Rs.960 / 
For boiler rating exceeding 30 sq .meters but not exceeding 50 sq. mtrs. 

Rs.1080 / 
For boiler rating exceeding 50 sq. meters butnot exceeding 70 sq.mtrs. 

Rs . 1320 / 
For boiler rating exceeding 70 sq . meters but not exceeding 90 sq . mtrs . 

Rs.1560 / 
For boiler rating exceeding 90 sq . meters but not exceeding 110 sq . mtrs . Rs. 1800 / 
For boiler rating exceeding 110 sq .meters but not exceeding 200 sq .mtrs . 

Rs. 2040 / 
For boiler rating exceeding 200 sq . meters but not exceeding 400 sq .mtrs . Rs. 2280 / 


// 2 // 


For boiler rating exceeding 400 sq . meters but not exceeding 600 sq . mtrs . Rs. 2640 / 
For boiler rating exceeding 600 sq .meters butnot exceeding 800 sq . mtrs. Rs.2880 / 
For boiler rating exceeding 800 sq . meters but not exceeding 1000 sq .mtrs . Rs.3240 / 
For boiler rating exceeding 1000 sq . meters butnot exceeding 1200 sq .mtrs. Rs.3840 / 
For boiler rating exceeding 1200 sq .meters butnot exceeding 1400 sq . mtrs. Rs.4320 / 
For boiler rating exceeding 1400 sq . meters but not exceeding 1600 sq . mtrs . Rs.5040 / 
For boiler rating exceeding 1600 sq .meters but not exceeding 1800 sq . mtrs. Rs.5400 / 
For boiler rating exceeding 1800 sq.meters butnot exceeding 2000 sq . mtrs . Rs.6000 / 
For boiler rating exceeding 2000 sq . meters but not exceeding 2200 sq . mtrs . Rs.6480 / 
For boiler rating exceeding 2200 sq . meters butnot exceeding 2400 sq .mtrs. Rs.7200 / 
For boiler rating exceeding 2400 sq .meters butnot exceeding 2600 sq. mtrs . Rs.7560 / 
For boiler rating exceeding 2600 sq . meters but not exceeding 2800 sq . mtrs . Rs.8160 / 
For boiler rating exceeding 2800 sq .meters butnot exceeding 3000 sq . mtrs . Rs.8640 / 
Above 3000 sq . mtrs. For every 200 sq mtrs. or part thereof an additional fee of Rs.240 / 
shall be charged . 
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